THIS MONITOR WAS USED AT THE NOW CLOSED LA GRANGE HINE 
NEAR WEAVERVILLE IN TRINITY COUNTY AND 1S SIMILAR IN SIZE 
TO. THOSE USED AT THE MALAKOFF TO WASH DOWN THE 
GRAVEL HILLSIDES. 


IT. WAS OBTAINED THROUGH A JOINT EFFORT OF E CLAMPUS- 
VITUS. TRINITARIANUS CHAPTER, WEAVERYILLE AND WH. BULL 
HEEK- WH. MORRIS STEWART CHAPTER. HEVADA CITY. 


DEDICATED OCTOBER 7, 1967 
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